16       DOCKETED ITEMS
8503260485 Summary of 850304-05 meetings w/utii in Berlin.CT re status of licensing actions.including equipment qualification, control room habitability.Supp! 1 to NUREG-0737 & remaining SEP topics.
AKSTULEWICZ.F. Operating Reactors Branch 5. 85/03/20. Operating Reactors Branch 5. 2pp. 29510:264-29510:265.
8503270486 Advises that "Suppl 1 .NULAP S.Fortran IV Digital Computer Program for NSSS Slowdown..." & "Calculate Methods for Northeast Utils Small Break LOCA ECCS..." will be withheld (ref 10CFR2.790),per 840823 request ZWOLINSKI.J.A. Operating Reactors Branch 5. 85/03/25. COUNSIL.W.G. Connecticut Yankee Atomic Power Co. 3pp. 29523:337-29523:339.
Q. Inspection reports, 8E Bulletins & correspondence
8503260045 Clarifies 850114 response to NRC 841212 Itr re violations noted in Insp Rept 50-213/84-14.Paragraph 2 revised to state that review of design change procedures will be performed.
COUNSIL.W.G. Connecticut Yankee Atomic Power Co. 85/02/14. WEN2INGER.E.C. Region 1, Office of Director. 1p. 29503:174-29503:174.
8503040423 Responds to NRC 850122 Itr re violations noted in insp Rept 50-213/84-24.Correctrve actions:restrictive policy, detailing radiation protection program.implemented.
COUNSIL.VV.G., SEARS.C.F. Connecticut Yankee Atomic Power Co. 85/02/20, MURLEY.T.E. Region 1, Office of Director. 3pp. 29177:353-29177:355.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8503080387 Forwards Insp Rept 50-213/84-29 on 841217-2Q.No violations noted. MARTIN J.T. Region  1,  Office of Director. 85/03/01. COUNSIL.W.G. Connecticut Yankee Atomic Power Co. 2pp. 29274:254-29274:259.
-85030803B9 Insp Rept 50-213/84-29 on 841217-20.No violation noted. Major areas inspected:safeguards contingency plan.personnel training & qualifications/general requirements.rngt effectiveness,records & repts & lighting.
MADDEN.W.. KE!MIG,R.R. Region 1, Office of Director. 85/02/19. 4pp. 29274:256-29274:259.
8503080406 Ack receipt of 850114 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-213/84-06.
MARTIN J.T. Region 1, Office of Director. 85/03/01. COUNSIL.W.G. Connecticut Yankee Atomic Power Co. 2pp. 29271:123-29271:127.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07, Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503150146 Forwards Insp Rept 50-213/85-01 on 850123-0306.No violation noted. WENZINGER.E.C. Region 1, Office of Director. 85/03/08. COUNSIL.W.G. Connecticut Yankee Atomic Power Co. 2pp. 29373:291-29373:299.
-8503150156 Insp Rept 50-213/85-01 on 850123-0306.No violation or deviation noted.Major areas inspected:piant operations, radiation protection.physical security.fire protection & maint & surveillance testing.
SWETLAND.P.D., MCCABE.E.C. Region 1, Office of Director. 85/03/07. 7pp. 29373:293-29373:299.
8503060540 IE Info Notice 85-019, "Alleged Falsification of Certifications & Alteration of Markings on Pipings.Valves & Fittings." Svc list end.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York, inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503280618 Forwards Insp Rept 50-213/85-03 on 850212-1 S.Enforcement conference scheduled for 850325 to discuss 850212 discovery of two out-of-spec loss of flow trip channels,
STAROSTECKI.R. Region 1, Office of Director. 85/03/15. COUNSIL,W,G. Connecticut Yankee Atomic Power Co. 2pp. 29553:297-29553:306.
-8503280626 Insp Rept 50-213/85-03 on 850212-15.Major areas inspected: special onsite insp to  review circumstances  re out-of-spec  trip  channels reported on 850212,Lack of up-to-date acceptance criteria for surveillance procedures found. SWETLAND.P.D.,   MCCABE.E.C.   Region   1,  Office  of   Director.  85/03/15.  8pp. 29553:299-29553:306,
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
R. Periodic operating reports & related correspondence
8503220366 "Semiannual Radioactive Effluent & Waste Disposal Rept, Jut-Dec 1984." W/850301 Itr.
COUNSIUW.G. Connecticut Yankee Atomic Power Co. 84/12/31. MURLEYJ.E. Region 1, Office of Director. 113pp. 29484:037-29484:139.
8503180116 Forwards monthly operating rept for Jan 1985 & corrected monthly operating rept for Dec 1984.
GRAVES.R.H. Connecticut Yankee Atomic Power Co. 85/02/15. Office of Resource Management, Director. 1p. 29416:333-29416:344.
-8503180121 Monthly operating rept for Jan 1985.
DEAN.C.B. Connecticut  Yankee Atomic   Power  Co.  85/01/31.   9pp.   29416:334-29416:342.
-8503180136 Corrected monthly operating rept for Dec 1984.
*  Connecticut Yankee Atomic Power Co. 84/12/31. 2pp. 29416:343-29416:344.
8503250416 Monthly operating rept for Feb 1985.W/850315 Itr. DEAN.C.B., GRAVES.R.H. Connecticut Yankee Atomic Power Co. 85/02/28. 10pp. 29500:236-29500:245.
8503200546 Forwards "Haddam Neck & Millstone Units 1 & 2 Annual Rept, 1984." Summary of challenges to relief/safety valves.per 800610 commitment.included. COUNSiL,W.G. Northeast Nuclear Energy Co. (subs, of Northeast Utilities). 85/03/01. MURLEYJ.E. Region 1, Office of Director. 1p. 29467:293-29468:190.
-8503200549 "Haddarn Neck & Millstone Units 1 & 2 Annual Rept.1984."
*   Northeast Nuclear Energy Co.  (subs, of Northeast Utilities).  84/12/31.   57pp. 29467:294-29468:190.
S. Reportable occurrences, EJERs & related correspondence
8503150416 Part 21 rept re operating difficulties w/two Gould Electronics switches & ends utilizing rotary operating handle mechanismsJnitially reported on 850301.Switch & enci will be replaced at Millstone.
COUNSIL.W.G. Northeast Utilities. 85/03/06. MURLEYJ.E. Region 1, Office of Director. 4pp. 29373:126-29373:129.
8503260023 LER 85-003-Op:on 850212,two channels of low reactor coolant flow logic of reactor protection sys discovered to have trip setpoints not in accordance w/Tech Specs.Caused by inadequate calibr procedure criteria.W/850312 Itr. DRAGO.J.P., GRAVES.R.H. Connecticut Yankee Atomic Power Co. 85/03/12. 6pp. 29517:216-29517:221.
8503250320 LER 85-004-00:on 850214,during performance testing of nuclear instrumentation sys.two overpower trip setpoints for power range channels discovered above Tech Spec limits. Setpoints reset.W/850314 Itr.
SILBERQUIT.GJ., GRAVES.R.H. Connecticut Yankee Atomic Power Co. 85/O3/13. 4pp. 29501:244-29501:247.
DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT
F. Security, medical, emergency & fire protection plans
8503130483 Ack receipt of 841211 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-219/84-21.rime table for implementing program to functionally test fire damper.per Insp Rept 50-219/84-21 .acceptable.
MARTtNJ.T. Region 1, Office of Director. 85/02/22. FIEDLER.P.B. General  Public Utilities Corp. - GPU Service Corp. 2pp. 29366:004-29366:009.
8503050279 Advises that 850129 Rev 16 to physical security plan consistent w/provi-sions of 10CFR50.54(p) & acceptable.
MARTIN J.T. Region 1. Office of Director. 85/02/27. FIEDLER.P.B. General  Public Utilities Corp. - GPU Service Corp. 3pp. 29214:248-29214:250.
8503070330 Forwards objectives for emergency preparedness annual graded exercise to be held on or about 850514.0bjectives will be coordinated w/State of NJ. FIEDLER.P.B.   General   Public   Utilities   Corp.   -   GPU   Service   Corp.   85/O2/28. MARTIN J.T. Region 1, Office of Director. 6pp. 29260:274-29260:279.
8503080124 Forwards summary of 850122 meeting w/util re sys needed for safe plant shutdown.new approach of licensee to meet requirements for remote shutdown panel & App R exemptions requested by licensee 830916 Itr,
ZWOLINSKU.A Operating Reactors Branch 5. 85/03/01. BENAROYA.V. Chemical Engineering Branch. PARR.O.D. Auxiliary Systems Branch. 1p. 29275:069-29275:074.
8503060095 Notification of 850319 meeting w/util in Forked River.NJ to discuss NRC requirements for NUREG-0737,ltem III.D.3.4.2, "Control Room Habitability" & licensee design criteria to meet requirements.
DONOHEW.J.N. Operating Reactors Branch 5. 85/03/04. ZWOLINSKU.A Operatinq Reactors Branch 5. 3pp. 29235:082-29235:084.                                                           y
8503280679 Forwards Insp Rept 50-219/85-01 on 850101-0204 & notice of violation.Violation A addresses inadequate & untimely corrective actions to previous open item.Expanded response re tracking problems requested.
KISTER.H.B. Region 1, Office of Director. 85/03/14. FIEDLER.P.B   General  Public Utilities Corp. - GPU Service Corp. 2pp. 29553:276-29553:296.
-8503280682 Notice of violation from insp on 850101-0204. * Region 1, Office of Director. 85/03/14.1p. 29553:278-29553:278.usses info resolving Section 4.13 of Integrated Plant Safety Assessment (NUREG-0826) re evaluation of SEP Topic IIMO.A concerning thermal overload protection of motor operated valves.
